OPC-478UC 
Programming 
cable 
(also can use 
OPC-478 and 
OPC-478U) 
Note: Only use for 
programming radio 


OPC-980 
Programming 
adapter 
cable 


OPC-1541 


Optional extension cable 
6.1 meters (20 feet) 
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OPC-1540 
Extension cable 
(Comes with HM-150) 
6.1 meters (20 feet) 


External 

Speaker 
(Unamplified) 
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extension cable 
6.1 meters (20 feet) 


MIC 


OPC-1000 
Extension cable 
(Comes with HM-150) 
6.1 meters (20 feet) 


HM-126RB (lack) 


HM-126RG (grey) 
Handset 


[| wemanne tc-meoa |] 


culics 


=—— 
com =——> 


8828 


